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21 DES 1931 


MEMORANDUM FOR: Director of Personnel 


FROM: Maurice Lipton 
Comptroller 
SUBJECT: Change in FY 1982 Ceilings (U) 


1. The Agency's FY 1982 personnel position controls and FTE ceilings 
are revised as follows: 


Current Revised 
Position FIE Ceiling Position FTE Ceiling 25X1 
Control FTP Total Control FTP Total 
DCI Area | 
DDA 
NFAC 
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DDS&T 
ee 


2. The above figures reflect final action by the Congress on the 
Agency's FY 1982 Program. (U) 
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Weekly Strength Report aD 


For: Deputy Director for Policy, Analysis & Evaluation 
From: Information & Analysis Branch 


The Agency entered fiscal year 1982 with an on-duty strength of 


25X1 [ At the close of business on 17 December, the on-duty strength 
25X1 was [ _]wnica was a decrease of 24 from the previous week. 
Agency ceiling for fiscal year 1982 is [| 25X11 
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